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Wall panel dissolves revealing scanner screen. A galleon of ships trailing away. 
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INT. Shot through eem window, Venus draws closer. 


EXT. Venus in the background, the Shadow moves in close camera R. 
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EXT. The Greek Ship closer to frame, Buccanner chasing it closely. 
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INT. Bridge window of Shadow as it enters Venus’ atmosphere. 
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INT. Shadow es e e zët run past window. 


EXT. POV from surface of Venus. Bright white light streaks the sky, it’s the Shadow. 


EXT. Buccaneer veers away from Greek ship as it explodes. 
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EXT. Shadow from above, moving through 
centre of the shot. Life rings leaves ship. 


EXT. POV from crows nest as net grabs a CGI TURLOUGH. 


EXT. Shadow, as ther asteroids break through force field and break sails. 
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EXT. We see Buccaneer and Davies ship from above, tracking R to L, we see the asteroids 

damaging both ships. 
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EXT. Enlightenment... C/U of the tip then pull back to reveal it’s beauty. 
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EXT. C/U on Harbour, pull back to reveal Buccaneer and lifeboat approaching. 


